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MR TESTER ™ 

By Neil Chriss 

copyright 1984 Micro-W Distributing, Inc. 


A complete, all-purpose Diagnostic Disk to check the functionability of your 
Commodore 64 and additional peripherals. The tests included are: 

1) Full Joystick operation in all axis (both parts). 

2) Continuous or standard comprehensive memory 
RAM test. 

3) Complete test of the Commodore SID Chip for 
sound analysis. 

4) Video test for screen alignment and color check. 

5) Complete Read/Write Disk Track and Block Test. 

6) Diskette format analysis to check floppys. 

7) Comprehensive printer test. 

8) Test of full keyboard operation. 

9) Test for accurate Cassette Record and Playback 
of stored data. 



Mr. Tester is a product of 

MICRO-W. DISTRIBUTING, INC. 

P.O. BOX 113 

POMPTON PLAINS, N.J. 07444 

MR.TESTER IS A TRADEMARK OF MICRO-W DISTRIBUTING, INC. 
COMMODORE 64 IS A TRADEMARK OF COMMODORE BUSINESS MACHINES. 
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ZIP CODE_ COMMENTS 



Please register my copy of MR TESTER and send me a free catalog 


Copyright 1983 by Micro-W Dist. Inc. AH rights reserved. No part of the 
enclosed manual, diskette, or artwork may be reproduced, stored, or 
transmitted by electronic, mechanical, photocopy, or any other means. MR 
TESTER is warranteed for a period of 90 days from purchase to successfully 
load into your computer. Micro-W Dist. Inc. or any dealer selling this 
product make no warranty either expressed or implied as to fitness for a 
particular purpose or merchantability of this product as well as the quality 
of information provided and performance It rests solely with the 
purchaser to determine its suitability for any particular purpose. In no 
event will Micro-W Dist Inc be responsible for direct, indirect, or 
consequental damages resulting from any defect, omission, or use of the 
diskette or manual Furthermore, neither Micro-W Dist. Inc. nor any of its 
dealers, employees, agents, contractors, or affiliates will have any liability 
for damages as a result of any interruption of services, loss of business, loss 
of data, destruction of media, legal action, or any other form of 
consequental damages. Corrections and/or improvements can be made to 
this product and manual from time to time by the publisher without notice. 
























